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[Part 11 - Sec . 2 


NOTIFICATIONS BY HEADS OF DEPARTMENTS , ETC . 


CHENNAI METRO RAIL LTD . 


OHE Energization of Chennai Metro Rail Lines. 


" PUBLIC NOTIFICATION ” 

Proforma 10 -1 
(CMRL / PS & OHE / Notification / 02- 2013 .) 


No. SRO C -7 /2013. — 


Notice is hereby given to all users of Railway lines and premises situated on the completed section of the 
under -noted section of the CMRL that the 25000 Volt, 50 Hz. , ac overhead traction wires will be energized on or after 
the date specified against the section . On and from the same date the overhead traction line shall be treated as live 
at all times and no nauthorized person shall approach or work in the proximity of the said 
overhead line . 


S .No. 


Section 


Date 


31 - 07 -2013 


Koyambedu Depot all the Lines including test Track between 
Location DP - 301 to DP - 316 


31 - 08 - 2013 


UP Line Between Koyambedu and St. Thomas Mount Metro station 
Between Location 09/42 to 21/34 . 


31 - 08 - 2013 


Down Line Between Koyambedu and St. Thomas Mount Metro station 
between location 09 /41 and 21/3 


Chennai-600 086 , 
26th July 2013 


K . RAJARAMAN , I.A . S ., 

Managing Director 
Chennai Metro Rail Ltd . 
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